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Whipple, George C. 

Consulting Engineer, Pierce Hall, Harvard University, Cambridge, 
Mass June 7, 1904 

Ty WTT'Rl CtTTjBERT Cj 

Civil Engineer, Durham, N. C May 12, 1908 

White, Warren M. 

Assistant Superintendent Bergen Water Company, Ridgeway, 

N. J March 28, 1914 

Whitlock, Augustus N. 

Highland Park, New Brunswick, N. J June 4, 1912 

Whitman, Allen E. 

Treasurer Hackensack Water Company, Englewood, N. J. 

October 16, 1914 
Whitney, Charles M. 

Secretary, 728 Montgomery Street, San Francisco, Cal June 24, 1913 

Whittaker, H. A. 

Assistant Director, Laboratory Division, State Board of Health, 
Minneapolis, Minn June 24, 1913 

Wickham, James T. 

Engineers Office, Eastern Division, 700 Grand Trunk Street, 
Montreal, Canada April 16, 1914 

Wicks, Thomas J. 

Superintendent Water Works, Hempstead, L. I., N. Y May 12, 1908 

WigleTj Chester G. 

Civil Engineer, Assistant Supervising Engineer State Board of 
Health, State House, Trenton, N. J April 27, 1910 

Wilcox, Frank L. 

Consulting Engineer, Syndicate Trust Building, St. Louis, 

Mo May 12, 1914 
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Wilcox, William A. 

Scranton, Pa May 12, 1914 

Wilcox, William F. 

Superintendent Central Water Works, Ensley, Ala April 27, 1910 

Wiles, C. W. 

Superintendent Water Works, Delaware, Ohio May 17, 1899 

Wilhelm, George 

Chief Engineer People's Water Company, Oakland, Cal. .June 24, 1913 

Wit TT|P CjHARI T*R Ij TT 

149 Herman Street, P. O. Station G., Philadelphia, Pa . . .May 12, 1908 

Willabd, Ernest C. 

Civil Engineer, 705 American Bank Building, Seattle, Wash. 

October 23, 1914 
Willett, Wallace 

100 William Street, New York, N. Y June 24, 1913 

Williams, Benjamin L. 

Construction Engineer, 92 North Parkway, East Orange, N. J. 

December 18, 1913 

Williams, C. B. 

Hydraulic and Sanitary Engineer, 54 West Randolph Street, 
Chicago, 111 •. Nov. 19, 1914 

Williams, Gardner S. 

Consulting Engineer, 207 New Engineering Building, Ann Arbor. 
Mich July 10, 1906 

Williams, Howard L. 

Superintendent Water Works, Ludington, Mich August 22, 1894 

Williamson, Cliff T. 

Water Commissioner, 2554 Houston Road, Macon, Ga. . . .June 24, 1913 

Wilson, Edgar K. 

care of The Pitometer Company, 220 Broadway, New York, 

N. Y June 24, 1913 

Wilson, Horace 

President and General Manager, 404 South Clayton Street, 
Wilmington, Del May 12, 1914 

Wilson, John 

City Engineer, Duluth, Minn April 27, 1910 

WlNGFIELD, NlSBET 

Consulting Engineer, Augusta, Ga June 10, 1911 

Winslow, Frederic I. 

Engineer of Extension, 607 City Hall Annex, Boston, Mass. 

October 16, 1914 

Winslow, W. H. 

Vice-President and General Manager, Superior Water, Light and 
Power Company, Superior, Wis June 8, 1909 
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WlTMBK, J. F. 

Hydraulic and Sanitary Engineer, Room 97-98 Dunn Building, 
Buffalo, N. Y June 27, 1905 

Wood, Walter 

President Milville Water Company, 400 Chestnut Street, Philadel- 
phia, Pa June 7, 1904 

Woodburn, William F. 

201 Devonshire St., Boston, Mass June 24, 1903 

Woodruff, Timothy 

Superintendent Water Works, Bridgeton, N. J April 18, 1888 

Woolfolk, Henry E. 

Superintendent Water Works, Danville, Ky. June 4, 1912 

Worrell, M. L. 

General Manager Water Works, Meridian, Miss June 24, 1903 

Worthen, Jesse M. 

Superintendent Charleston Light and Water Company, 14 George 
Street, Charleston, S. C June 8, 1909 

Wright, John Bertram 

Civil Engineer, Commissioner of Public Works, 29 Romeyn 
Avenue, Amsterdam, N. Y July 28, 1914 

Wynne-Roberts, R. O. 

P. O. Box 65, Regina, Saskatchewan June 24, 1903 

Wysb, F. C. 

Engineer and Superintendent Sewers and Water Works, Columbia, 

S. C June 10, 1910 

Y" FAGER A 3 

Dunn Building, Buffalo, N. Y May 12, 1908 

Yeakel, D. Dawson 

Superintendent, Oak Lane, Philadelphia, Pa May 12, 1914 

Yereance, W. B. 

Consulting Engineer, 128 Broadway, New York, N. Y June 4, 1912 

Young, A. A. 

Superintendent Water Works, Jewett City, Conn October 23, 1914 

Young, C. C. 

Director State Water Survey, Lawrence, Kansas January 27, 1914 

Young, Wm. R. 

Registrar Water Works, City Hall, Minneapolis, Minn June 8, 1909 
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Akron City Water Works 

58 S. Howard Street, Akron, Ohio June 24, 1913 

Alexandria Water Co. 

Alexandria, Va June 8, 1909 

Anacortes Water Co. 

Anacortes, Wash June 8, 1909 

Aqua Pura Co. 

701 Douglas Ave., East Las Vegas, N. M June 8, 1909 

Auburn Water Department 

Auburn, N.Y..... June 10, 1911 

Baton Rouge Water Works Company 

Baton Rouge, La April 16, 1914 

Birmingham Water Company 

Derby, Conn October 16, 1914 

Brantpord Water Commissioners 

Brantford, Ont June 10, 1911 

Bureau of Water Works and Supply 

660 S. Hill St., Los Angeles,' Calif June 8, 1909 

Cedar Rapids Water Commissioners 

Cedar Rapids, Iowa June 24, 1913 

Citizens Water Supply Co. 

Elmhurst, Long Island, N.Y June 8, 1909 

City op Amsterdam 

Department Public Works, Amsterdam, N. Y June 8, 1909 

Charleston Light and Water Co. 

Charleston, S. C June 4, 1912 

Columbia Water and Light Company 

Columbia, Tenn May 10, 1914 

Commissioner op Public Property 

Newport, Ky June 4, 1912 

Corning Water Works 

Corning, N. Y June 24, 1913 

Eaglesmere Water Company 

Eaglesmere, Pa April 22, 1914 
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East Obange 

Board of Water Commissioners, East Orange, N. J June 8, 1909 

Elmira Water, Light and Railroad Co. 

Elmira, N. Y June 8, 1909 

Erie Commissioners Water Works 

City Hall, Erie, Pa June 10, 1911 

Evansville Water Works 

Evansville, Ind June 8, 1909 

Excelsior Springs Water, Gas and Electricity Co. 

Excelsior Springs, Mo June 4, 1912 

Galt Water Commission 

Gait, Ontario, Canada June 24, 1913 

Grand Rapids Board Public Works 

Grand Rapids, Mich June 24, 1913 

Hanover and McSherrt Water Company 

Newport, Pa May 10, 1914 

LaCrosse Board op Public Works 

LaCrosse, Wis June 10, 1911 

Lake Charles Railway, Light and Water Works Co. 

Lake Charles, La April 27, 1910 

Lombard Water Works 

Box 181, Lombard, 111 June 24, 1913 

London Water Board 

London, Canada June 8, 1909 

Louisville Water Co. 

549 Third St., Louisville, Ky June 8, 1909 

Memphis Artesian Water Dept. 

Memphis, Tenn June 8, 1909 

Metropoln. Bd. Water Supply and Sewage 

Sidney, Australia June 8, 1909 

Metropolitan Water District 

Omaha, Neb June 24, 1913 

Mobile City Commissioners 

Mobile, Ala June 10, 1911 

Mount Carmel Water Co. 

Mount Carmel, Pa June 8, 1909 

Mountain Water Company 

114 South Front Street, Milton, Pa May 10, 1914 

New Albany Water Works 

New Albany, Ind April 27, 1910 
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Owego Water Works Company 

Owego, N. Y April 22, 1914 

Pennichuck Water Works 

144 Main Street, Nashua, N. H October 31, 1914 

Peterborough Water Commissioners 

127 Simcoe St., Peterbrough, Ont June 10, 1911 

Reno Power, Light and Water Company 

Reno, Nev June 24, 1913 

Roanoke Water Co. 

Roanoke, Va June 8, 1909 

Saginaw Water Dept. 

Saginaw, Mich June 8, 1909 

San Diego Department op Water 

San Diego, Calif June 10, 1911 

San Jose Water Company 

San Jos6, Cal June 24, 1913 

Scranton Gas and Water Co. 

115 Wyoming Ave., Scranton, Pa June 4, 1912 

South Easton Water Co. 

102 South Third St., Easton, Pa June 4, 1912 

Spokane Water Division 

City Hall, Spokane, Wash June 4, 1912 

St. Thomas Water Commissioners 

St. Thomas, Ont June 8, 1909 

Steelton Water Department 

Steelton, Pa June 8, 1909 

Stratford Water Commissioners 

Stratford, Ont April 27, 1910 

Suffern Water Commissioners 

Suffern, N. Y June 10, 1911 

Sweetwater Water Co. 

National City, Calif June 8, 1909 

Tagona Water and Light Co. 

Sault St. Marie, Ont June 8, 1909 

Temple Water Works 

Temple, Texas April 27, 1910 

Trapford Water Co. 

201 Westinghouse Building, Pittsburgh, Pa June 8, 1909 

Trenton Water Works 

Trenton, N. J June 8, 1909 
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Tri-Cities Water Co. 

514 Smithfield St., Pittsburgh, Pa June 8, 1909 

Urban Water Supply Co. 

60 Wall St., New York, N. Y June 4, 1912 

Waco Water Works 

City Hall, Waco, Texas April 27, 1910 

Water Works Department 

Anaconda Copper Mining Co., Anaconda, Mont April 27, 1910 

Watertown Water Works 

Watertown, N. Y June 8, 1909 

West Reading Water Co. 

West Reading, Pa June 8, 1909 

Western New York Water Company 

704 Electric Building, Buffalo, N. Y June 24, 1913 

WlLLIAMSPORT WATER Co. 

28 Fourth St., Williamsport, Pa June 8, 1909 
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Addressogbaph Company 

901 West Van Buren Street, Chicago, 111 July 10, 1906 

Alberger Pump and Condenser Company 

140 Cedar Street, New York, N. Y June 10, 1911 

Allis-Chalmbrs Manitfacturing Company 

Milwaukee, Wis June 27, 1905 

American Asphaltum and Rubber Company 

600 Harvester Building, Chicago, 111 June 27, 1905 

American Bitumastic Enamels Company 

17 Battery Place, New York, N. Y June 24, 1913 

American Car and Foundry Company 

Berwick, Columbia County, Pa June 4, 1912 

American Cast Iron Pipe Company 

Birmingham, Ala July 18, 1907 

American Foundry and Manufacturing Company 

10th, 11th, Hebertt and Wright Streets, St. Louis, Mo. ... May 12, 1908 

American Pipe and Construction Company, The 

112 North Broad Street, Philadelphia, Pa June 24, 1903 

American Steel and Wire Company 

The Rookery, Chicago, 111 June 24, 1903 

Anchor Packing Company, The 

35 North Seventh Street, Philadelphia, Pa May 12, 1914 

Anderson and White 

2 Wall Street, New York, N. Y April 14, 1914 

Arnold, Hoffman and Company, Inc. 

Delaware Avenue and Green Street, Philadelphia, Pa. December 4, 1913 

Badger Meter Manufacturing Company 

261 Third Street, Milwaukee, Wis June 8, 1909 

Bausher, Thomas D. 

Water Works Lead Furnace, Church and Woodward Streets, Read- 
ing, Pa June 4, 1912 

Berg, J. D. 

Vice-President Dravo Doyle Company, Diamond Bank Build- 
ing, Pittsburgh, Pa May 12, 1914 

Birch Valve and Manufacturing Company 

3719 Broadway, Chicago, 111 May 12, 1914 
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Bokgner, Cyrus 

President Cyrus Borgner Company, Philadelphia, Pa May 12, 1914 

BOUBBON COPPEB AND BRASS WOBKS COMPANY 

618 East Front Street, Cincinnati, Ohio April 17, 1889 

Boyd and Brother, Incorporated, James 

25th and Wharton Streets, Philadelphia, Pa June 10, 1911 

Buffalo Meter Company 

290 Terrace, Buffalo, N. Y June 27, 1905 

Builders' Iron Foundby 

9 Codding Street, Providence, R. I June 18, 1901 

Centbal Foundry Company 

37 Wall Street, New York, N. Y June 24, 1903 

Chapman Valve Manufactubing Company 

Indian Orchard, Mass April 16, 1884 

Chicago Bbidge and Ibon Company 

1402-105th corner Throop Streets, Chicago, 111 June 15, 1898 

Clabe Company, H. W. 

115 South 17th Street, Mattoon, 111 May 12, 1908 

Cleveland Metal Joint Company 

5915 Bonna Avenue, Cleveland, Ohio May 12, 1914 

Clow and Sons, J. B. 

Harrison and Franklin Streets, Chicago, 111 April 27, 1885 

Cochrane Chemical Company 

55 Kilby Street, Boston, Mass July 10, 1906 

Coldwell-Wilcox Company 

Newburgh, N. Y April 16, 1914 

Colorado Fuel and Iron Company 

Denver, Colo June 7, 1897 

Columbian Iron Works 

Chattanooga, Tenn April 27, 1910 

Cook Wbll Company, The 

15 South Fourth Street, St. Louis, Mo August 27, 1894 

Costello, George M. 

President Cancos Manufacturing Company. 146 North Second 
Street, Philadelphia, Pa .' July 10, 1906 

Darling Pump and Manufacturing Company, The 

Williamsport, Pa May 12, 1908 

Dresser Manufacturing Company, S. R. 

Manufacturing Pipe Couplings and Sleeves, Bradford, Pa. .June 7, 1904 
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Drummond and Company, M. J. 

49-51 Chambers Street, New York, N. Y May 29, 1895 

East Jersey Pipe Company, The 

50 Church Street, New York, N. Y July 10, 1906 

Eastern Manufacturing Company 

Elmira, N. Y June 4, 1912 

Eddy Valve Manufacturing Company 

Waterford, N. Y June 26, 1886 

Electrolytic Purification Gompany 

Eighth and Wallace Streets, Philadelphia, Pa June 4, 1912 

Eynon Evans Manufacturing Company, The 

Fifteenth and Clearfield Streets, Philadelphia, Pa May 12, 1914 

Farnan Brass Works 

23 Centre Street, Cleveland, Ohio May 18, 1892 

Ford'Meter Box Company 

Wabash, Ind May 12, 1908 

Foster and Hosler 

431 South Dearborn Street, Chicago, 111, June 4, 1912 

Fox and Company, John 

253 Broadway, New York City, N. Y June 8, 1909 

Garlock Packing Company 

Palmyra, N. Y May 12, 1908 

General Chemical Company 

113 West Adams Street, Chicago, 111 June 11, 1902 

General Fire Extinguisher Company 

Executive Offices, Union Trust Building, Providence, R. I . . June 27, 1905 

Gillespie, T. A. 

President T. A. Gillespie Company, 71 Broadway, New York, 

N. Y June 7, 1904 

Glamorgan Pipe and Foundry Company, The 

Lynchburg, Va April 27, 1910 

Glauber Brass Manufacturing Company 

1643-1677 Superior Street, Cleveland, Ohio June 7, 1904 

Gould, Norman 

Secretary The Goulds' Manufacturing Company, Seneca Falls, 
N.Y July 10, 1906 

Grove Electric Indicator Company 

125 Thirteenth Street, Northeast, Washington, D. C June 24, 1913 
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Harrison Brothers and Company, Inc. 

Thirty-fifth Street and Grays Ferry Road, Philadelphia, Pa. .May 12, 1908 

Hats Manufacturing Company 

Erie, Pa March 12, 1882 

Hemingway and Company 

Bound Brook, N. J October 16, 1914 

Hersby Manufacturing Company 

South Boston, Mass July 14, 1887 

Hill-Tripp Pump Company 

Anderson, Ind June 10, 1911 

Illinois Malleable Iron Company 

30 West Monroe Street, Chicago, 111 May 21, 1890 

International Steam Pump Company 

114 Liberty Street, New York, N. Y June 18, 1901 

Jarbcki Chemical Company 

Cincinnati, Ohio June 8, 1909 

Kalbfleisch Company, Franklin H. 

31 Union Square, West, New York City, N. Y June 8, 1909 

Kellogg and Company, E. H. 

243 South Street, New York, N. Y July 14, 1887 

Kennedy Valve Manufacturing Company, The 

Elmira, N. Y May 29, 1895 

Kennicott Company, The 

Chicago Heights, 111 May 11, 1914 

KlNGSLEY, E. D. 

President Madison Avenue Building, New York, N. Y June 24, 1913 

Lead Lined Iron Pipe Company, The 

Wakefield, Mass June 15, 1898 

Lbadite Company, Incorporated, The 

Land Title Building, Philadelphia, Pa April 27, 1910 

Leavitt-Jackson Engineering Company 

Woolworth Building, New York, N. Y October 16, 1914 

Lennig and Company, Incorporated, Charles 

Bridesburg, Philadelphia, Pa June 4, 1912 

Ludlow Valve Manufacturing Company 

Troy, N. Y March 12, 1882 

McGowan Company, John H., The 

54-64 Central Avenue, Cincinnati, Ohio June 24, 1913 

McWane, H. E. 

President Lynchburg Foundry Company, Lynchburg, Va. July 18, 1907 
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Massillon Iron and Steel Company, The 

Massillon, O June 4, 1912 

Mattice, Royal 

Sales Manager, 1004-6 Union Trust Building, Cincinnati, Ohio 

June 24, 1913 

Millar and Son Company, Charles 

Utica, N. Y June 18, 1901 

Modern Iron Works 

Quincy, 111 June 27, 1905 

Mueller Manufacturing Company, H. 

Decatur, 111 March 12, 1882 

Multiplex Manufacturing Company 

Berwick, Pa May 11, 1914 

National Meter Company 

84-86 Chambers Street, New York, N. Y March 12, 1882 

National Water Main Cleaning Company 

50 Church Street, New York, N. Y July 10, 1906 

Neptune Meter Company 

90 West Street, New York, N. Y August 27, 1894 

New Brunswick Iron Works 

New Brunswick, N. J April 27, 1910 

New York Continental Jewell Filtration Company 

15 Broad Street, New York, N. Y April 18, 1891 

Pacific Flush Tank Company 

920 Singer Building, New York, N. Y June 10, 1911 

Pennsylvania Salt Manufacturing Company, The 

115 Chestnut Street, Philadelphia, Pa June 24, 1903 

Permutit Company, The 

30 East Forty-second Street, New York, N. Y April 14, 1914 

Pitometer Company, The 

220 Broadway, New York, N. Y July 10, 1906 

Pitts and Kitts Manufacturing and Supply Company 

Woolworth Building, New York, N. Y April 24, 1914 

Pittsburg Filter Manufacturing Company 

Farmers Bank Building, Pittsburgh, Pa June 27, 1905 

Pittsburg Meter Company 

East Pittsburgh, Pa June 15, 1898 

Pittsburgh-Des Moines Steel Company 

Pittsburgh, Pa April 24, 1914 

Platt Iron Works Company 

Dayton, Ohio June 18, 1901 
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Peatt & Cady Company, Inc., The 

Look Box 66, Station A, Hartford, Conn June 24, 1913 

Reibert Automatic Water Purifying Company 

30 Church Street, New York, N. Y June 24, 1913 

Rensselaer Manufacturing Company 

Troy, N. Y May 21, 1890 

RlCKERSBERG BRASS COMPANY, THE 

Cleveland, Ohio June 10, 1911 

Roberts, Charles V. 

President Roberts Filter Manufacturing Company, Darby, Phila- 
delphia, Pa April 27, 1910 

Ross Valve Manufacturing Company 

Oakwood Avenue, Troy, N. Y April 15, 1891 

S. E. T. Valve and Hydrant Company 

60 Church Street, New York, N. Y June 4, 1912 

Sanitary Company of America, The 

Linfield, Pa May 14,1914 

Simplex Valve and Meter Company 

208 Chancell Street, Philadelphia, Pa May 12, 1914 

Smith Manufacturing Company, Anthony P- 

East Orange, N. J June 7, 1897 

Standard Asphalt and Rubber Company 

205 La Salle Street, Chicago, 111 May 12, 1908 

Roe Stephens Manufacturing Company 

Detroit, Mich June 24, 1913 

Taylor Company, W. P. 

218 Ellicott Square, Buffalo, N. Y March 12, 1882 

Texas Company, The 

17 Battery Place, New York City, N. Y June 8, 1909 

Thomson Meter Company 

100 Bridge Street, Brooklyn, N. Y April 15, 1891 

Union Water Meter Company 

Worcester, Mass March 12, 1882 

United Brass Manufacturing Company 

Cleveland, Ohio May 11, 1914 

United Lead Company 

111 Broadway, New York, N. Y May 12, 1908 

United States Cast Iron Pipe and Foundry Company 

217 La Salle Street, Chicago, 111 June 11, 1902 
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Van Winkle, Walter H. 

President and General Manager Water Works Equipment Company, 
Room 1960, 50 Church Street, New York, N. Y July 10, 1906 

Wabbbn Foundry and Machine Company 

111 Broadway, New York, N. Y June 10, 1911 

Wood and Company, R. D. 

400 Chestnut Street, Philadelphia, Pa April 16, 1884 

Wyckoff and Son Company, A. 

Elmira, N. Y July 18, 1907 



